ETag: "294724fe58f795b302146ea4af769c13"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 21811
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: CHIEF JUDGE WILLIAM L. OSTEEN JR.
x-archive-meta-case-cause: 15:1051 Trademark Infringement
x-archive-meta-case-name: RF MICRO DEVICES, INC. v. XIANG et al
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: ncmd
x-archive-meta-date-case-filed: 2012-08-24
x-archive-meta-docket-num: 1:12-cv-00967
x-archive-meta-jurisdiction: Federal Question
x-archive-meta-jury-demand: Plaintiff
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 840 Trademark
x-archive-meta-pacer-case-num: 60675
x-archive-meta-referred-to: MAG/JUDGE JOI ELIZABETH PEAKE
x-archive-queue-derive: 0
x-upload-date: 2013-01-16T08:21:39.000Z
